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ACTION COME-OO 

INFO OCT-01 ARA-06 EUR-12 ISO-OO EB-07 /026 W 

069940 

R 141759Z AUG 75 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 9423 
INFO AMEMBASSY MOSCOW 

CONFIDENTIAL MEXICO 7233 

E.O. 11652: GDS 
TAGS: ENRG, EEWT, UR 

SUBJECT: POSSIBLE SOVIET- ALLIS-CHALMERS COOPERATION IN MEXICAN 
HYDROELECTRIC PROJECT 

REF: (A) MOSCOS 9285 (B) MEXICO 5149 (C) STATE 147700 
CD) MOSCOW 8885 (E) MOSCOW 1 1082 

PASS USDOC FOR BEWT AND BIC 

ING. ALEJANDRO SAITCEVSKY, ALLIS-CHALMERS SALES DIRECTOR IN 
MEXICO, WHO HAS BEEN IN CONSTANT CONTACT WITH EMBASSY ON 
CHICOASEN PROJECT, STATES THAT COMISION FEDERAL DE ELECTRIDIDAD 
DIRECTOR ARSENIO FARELL WILL PROBABLY TARVEL TO MOSCOW IN 
TWO TO THREE WEEKS. SAITCEVSKY IS PLANNING TO BE IN MOSCOW 
AT SAME TIME, ACCOMPANYING GURT PFAFFLIN, A-C MANAGER OF 
HYDROELECTRIC DIVISION IN YORK, PA. FARELL IS APPARENTLY 
UNAWARE OF PROJECTED JOINT VENTURE BETWEEN MOSCOW AND A-C 
SINCE DURING RECENT CONVERSATION WITH SAITCEVSKY HE STATED 
THAT FURTHER VISITS TO HIS OFFICE BY A-C WOULD BE USELESS SINCE 
CFE WAS GOING TO BUY EXCLUSIVELY IN RUSSIA. SPECIFICATIONS 
APPARENTLY ARE READY BUT FARELL REFUSED TO LET A-C SEE THEM. 
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